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2693 September 3, 1915 

structed and arranged as to be readily opened, and shall be of a size sufficient to 
provide 1J square feet of area for every horse or other animal occupying such stable. 
In all cellar stables and buildings used aa stables for the first time on or after July 1, 
1915, 800 cubic feet of air space shall be provided for each horse or other animal 
accommodated therein. 

Keg. 4. Water supply and drainage. — Every stable shall be provided with a proper 
and adequate water supply. All water supplied fixtures shall be properly trapped 
and sewer or cesspool connected. 

Reg. 5. Sewers and cesspools.— Every stable shall be connected with a public 
sewer or, if there be no public sewer in the street to which the stable can be connected, 
a properly constructed water-tight cesspool located outside of the stable shall be 
provided. 

Reg. 6. Height of ceiling. — The ceiling of every building used as a stable for the 
first time after July 1, 1915, shall be at least 8 feet in height, measured from the surface 
of the floor to the ceiling. 

Reg. 7. Floors to be water-tight, drainage. — The. floors of stable shall be water-tight 
and preferably of nonabsorbent material. The floors of stalls shall be of concrete or 
other water-tight, nonabsorbent material, so graded and drained as to discharge all 
liquid matter into properly trapped sewer or cesspool connected valley drains. All 
floor racks provided in stalls shall be removable. 

Reg. 8. Surfaces cleaned. — Walls, ceilings, exposed woodwork, floors, stalls, and 
valley drains of stables shall be maintained in a clean condition at all times, and the 
walls, ceilings, and exposed woodwork whitewashed whenever required by the de- 
partment of health. 

Reg. 9. Care of manure on premises. — No manure vault, pit, or bin shall be allowed 
upon premises used for stabling purposes, except upon premises used for farming in 
unimproved sections of the city. All manure and stable refuse shall be kept within 
the stable and removed daily, or if not removed daily shall be pressed into bales or 
barrels adequately screened or otherwise protected or covered so that flies can not 
have access thereto, or otherwise treated as approved by the department of health. 
All such manure or stable refuse so baled, barreled, or treated shall be removed from 
the stable at least twice weekly. 

Reg. 10. Loading of manure within stable.— The loading of manure for removal 
shall be done within the stable without causing a nuisance. 

Reg. 11. Bedding not to be dried on streets, etc.— No straw, hay,, or other substance 
which has been used as bedding for animals, shall be placed or dried upon any street, 
sidewalk, or roof of any building. 

Reg. 12. Yard to be cleaned and graded.— -The stable yard shall be maintained in a 
clean condition, and the surface thereof so graded as to prevent the accumulation of 
liquids thereon. 

Reg. 13. Nuisance of fly breeding forbidden. — Every stable shall be maintained so 
as not to cause a nuisance or permit of the breeding of flies. 

Street Sweepings— Use for Filling Land. (Reg. I>ept. of Health, Mar. 30, 1915.) 

Regulations of the department of health of the City of New York, adopted March 
30, 1915, effective April 1, 1915, relating to Section 252 of the sanitary code, which 
provides as follows: 

Sec. 252. Filling in land; offensive and unwholesome materials not to be used; the use 
of street sweepings for filling-in purposes forbidden. — No person shall fill in any 4and 
under or above water within the limits of the city of New York, or any of the islands 
situated within such limits, with garbage, dead animals or any parts thereof, decaying 
matter, or any offensive and unwholesome material, or with dirt, ashes, or other 
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refuse, when mixed with such garbage, dead animals or parts thereof, decaying 
matter, or offensive and unwholesome material. 

No street sweepings shall be deposited or used to fill up or raise the surface or level 
of any lot, grounds, dock, wharf, or pier in or adjacent to the built-up portions of 
the city of New York without a permit therefor issued by the board of health, or 
otherwise than in accordance with the terms of said permit and with the regulations 
of said board. 

Regulation 1. Information in application.' — Any person or persons desiring to fill 
in any -vacant land with street sweepings and refuse shall make written application 
for permit to the department of health, describing the land, his or their interest 
therein, and the source from which the material is to be obtained. 

Reg. 2. Amount of offensive material permitted. — In the material used as fill the 
amount of putrescible matter shall be kept below i\ per cent, except in the case of 
street sweepings alone, which may contain a larger amount of animal excrement or 
deciduous vegetable matter, and all putrescible matter shall be immediately raked 
out and properly buried or removed from the dump. 

Reg. 3, Trim removed daily. — All material trimmed and sorted from the dump 
shall be removed at the expiration of each day's work, except glass, which may be 
stored in a properly screened building approved by the department of health. 

Reg. 4. Paper and cans to be removed.— All paper and cans shall be raked from the 
surface of the dump each day and properly buried or removed. 

Reg. 5. Dump to be graded. — Every part of the vacant land used as a dump, when 
filled to its required grade, shall be made level and covered with sufficient earth or 
clean ashes. 

Reg. 6. Escape of dust or odors forbidden. — No dust or offensive odors shall be allowed 
to escape from such dump to the detriment or annoyance of any person or persons not 
being therein or thereupon engaged, and no one shall fire a dump or burn anything 
thereon, except in a properly constructed incinerator approved by the department 
of health. 

Reg. 7. Sprinkling. — When deemed necessary the department of health may re- 
quire the dump to be sprinkled with water to prevent the rising of dust therefrom, 
and may require the use of an adequate disinfecting solution to prevent the escape 
therefrom of offensive odors and the breeding of flies. 



